nn Here's the climax of the bout between Roger Toothaker, h 2 3rd Station 


Company L, RC, 
dospital, and Howard Friedman, me rangy medico nailed the Recertior 


enter boy with a jarring right hand smash that sent Howard sprawling. Referee Frankie 


4usso award bout to Toot haker when he saw Friedman was obviously unable to go on. 
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